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— — conditions of service of, 211 

— — grading of, 52 

Caggenates: courses in domestic administration, 


A... departments, restriction to consultant 
work, 
Part-time appointments, 172 
Records: Loan of patients’ records, 211 
Regional Boards; relationship to Ministry, 1 
— — plans of, 56 
Registrars. See Registrars 
Secretaries and other officers in Postgraduate 
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